Tips total to the end of December 2017: -$6335.01 


On November 2nd 2017, DSP set up Nightbot to show tips in chat. 

[12:34] <darksydephil> btw there should be two changes today, we’ll see 

[12:34] <darksydephil> first change is, if someone tips me, it now says that in the stream chat along with their 
message 

[12:34] <darksydephil> it ties in with nightbot to do that 

This worked right away, with sub $2 tips that wouldn’t get on-screen notifications showing up: 

[13:09] <nightbot> nich2440 just tipped $1.00 

But unfortunately messages with those tips did not get displayed. DSP did read out a message for at least 1 of 
nich2440’s $1 tips, and the on screen notification for this $2 tip had a message: 

[13:18] <nightbot> WaifuDestroyerMatt just tipped $2.00 

It is unclear yet if Nightbot will show tips when DSP is offstream, that will only be cleared up if it displays one 
or if DSP confirms an offstream tip which Nightbot did not show. 

20171113 [12:21] <nightbot> ratchefan 12 just tipped $3.00 

This was well before the stream went live, so apparently Nightbot will show tips in chat when DSP is offstream. 
DSP also noted the tip was "right before the stream started" at -12:15 into the November 13th's prestream. 

During December 1st 2017 Nightbot stopped displaying tips, it showed the only visible one I could find on the 
Horizon Zero Dawn videos and it showed a $1 tip during the NIB Payback prestream that DSP gave a shoutout 
for... then nothing. 

I only spotted this while checking the prestream for talk about the Live Pet, there was a clear $2 tip which 
Nightbot did not mention, and more to come. 

As such I will continue doing image scanning, but will incorporate those into this text document with 
guesstimated times as possible. 

Also this means I can include the messages. When a ’swearword’ like fuck is used, it's censored like @%#! and if 
I can guess which 'swearword' was used I will just replace it. 

-#DARKSYDEPHIL 20171201-01 HORIZON ZD TFW 3RD FINALE.LOG 

[16:17] <nightbot> Dooley258 just tipped $5.00 
Tips total: ~$5 

-#DARKSYDEPHIL 20171201-02 NFS PAYBACK 9TH.LOG (Used VoD) 

[19:56] <nightbot> nich2440 just tipped $1.00 
*Guesstimated times for scanned tips start here.* 

[19:57] $2 All of your mothers 

[20:03] $2 Need For Speed Game Devs "Nice to see you playing our masterpiece, Phil" 

[20:13] $2 Need For Speed Game Devs "We believe in you, Phil." 

[20:22] $2 Slippery shits 

[20:27] $2 MyNamelsDSP "I thought the patron goal would of been the phil/leana sextape" 

[20:55] $2 Vladmir Putin "Stop playing this Capitalistic nonsense!" 

[20:59] $2 Piss break 

[21:07] $5 ResidenceOfEvil "I hope this so get you to answer the question" 

[21:16] $2 Need For Speed Game Devs "We took a paycheck for this." 

[21:34] $2 renjessejames "These physics seem as realistic as my chances of ever having a girlfriend, but as a real 
life pro driver. I’d suggest using regular brakes before turns, never use the e brake, and switch to bumper or hood 
camera so you can see ahead better." 

[21:50] $10 infinite_55 "Tve been watching you since 2009 and your content has gotten me through really tough 
times. This is my way of saying I appreciate you and your content." 





[21:56] $2 A slippery fuck " 

[22:01] $2 Popsicolo "I stuck potatoes in their exhaust pipes to help you win." 

Tips total: ~$38 

Tips total to this point: ~$43 

-#DARKSYDEPHIL 20171202-01 CODWWII 9TH.LOG (Used stream) 

[12:41] $5 Scoopula "Animation test" 

[14:58] $2 Golden Colts "check out that animation" 

[16:14] $2 All of your mothers 

[16:22] $2 Popping popper pips and p *yes it cuts out* 

Tips total: ~$11 

Tips total to this point: —$54 

-#DARKSYDEPHIL 20171202-02 SW BATTLEFRONT 2 8TH.LOG (Used stream) 

[19:45] $2 dsfailSTOPSCAMMING "Phil why the fuck did you just ban me from the forums for no reason? 
What kind of Nazi bullshit is this!?" 

[19:48] $2 Pingpongpangl "Check out ping wang cheese in stores now" 

[19:53] $150 blufor2188 "Hi Phil, been watching you since the Fallout 3 days. Keep up the good work and 
Merry Christmas." *this name subs the next minute too* 

[20:00] $2 Need For Speed Game Devs "We can't wait for you to come back tomorrow, Phil" 

[20:05] $100 Pingpongpangl 
[22:03] $2 Fluffy shits 

[22:04] $2 Need For Speed Game Devs "Playing this game, makes you want to come back to our masterpiece, 
doesn't it, Phil?" 

[22:13] $2 Battlefront 2 Game Devs "Sorry for disappointing you, Phil" 

Tips total: ~$262 

Tips total to this point: —$316 

-#DARKSYDEPHIL 20171203-01 NFS PAYBACK 10TH.LOG (Used stream) 

*In the VoD after an impromptu piss break DSP admits there was no tipping at all in the stream before now, this 
$5 tip occurs less than 5 minutes later.* 

[13:47] $5 Anonymous "Let the rage Consume you. Rage is good Rage makes the stream better." 

[14:11] $2 ratchefanl2 "I'm proud of you for sticking with this game phil." 

[15:38] $5 Dooley258 

[15:44] $2 Alexslayer "Does this game have knee gears?" 

[15:55] $2 KOJIMA WORLD ORDER "WOOOOOOW DUDE BUGGED DRIVING MECHANICS *THIS 
MESSAGE WAS PAYED FOR BY THE KOJIMA WORLD ORDER*" 

[16:05] $2 Anonymous "You look like a bitch when you reset." 

[16:51] $2 Ghost Games Intern "I'm sorry I made the off road stages so bad, but please stop singing it's scaring 
everyone in the office." 

[16:59] $100 The King 

Tips total: ~$ 120 

Tips total to this point: ~$436 

-#DARKSYDEPHIL 20171204-01 GUARDIANS OF THE GALAXY EP4&5.LOG (Used stream) 

[12:25] $2 Star Lord "you said it yourself bitch we’re the Guardians Of the Galaxy. Come check me and the rest 
of the team out in Infinity War and the sequal and our third movie." 

[13:35] $2 Star Lord "yeah that fart there was not my finest moment." 

[15:16] $2 Starlord "Why is he called Baldinn. He's not balding, he's bald!" 

Tips total: ~$6 

Tips total to this point: ~$442 







-#DARKSYDEPHIL 20171204-02 NFS PAYBACK 11TH.LOG (Used stream) 

[19:53] $2 Need For Speed Game Devs "We believe in you, Phil. Make us proud." 

[20:49] $2 Need For Speed Game Devs "Sorry, Phil." 

[21:05] $2 Need For Speed Game Devs "You've made us proud, Phil" 

Tips total: ~$6 

Tips total to this point: -$448 

-#DARKSYDEPHIL 20171205-01 NFS PAYBACK 12TH FINALE & SW BATTLEFRONT 2 

9TH.LOG (Used stream for Payback, YouTube videos for Battlefront) 

[12:45] $2 GokuDeepThroatsGoten "Phil are you gonna watch Dragon Ball Super the dubbed episodes are 
coming today on funimation now (its like $4 a month) and available on consoles and ur phone and pc" 

[12:56] $2 DarkSydePhil "Are you gonna play xenoblade chronicles 2?" 

[13:53] $5 GameStop "Okay, here's your refund now." 

*There just isn't enough info to give a vague time to the minute in the YouTube videos for Battlefront.* 

[??:??] $4.99 I Spawn I Die "Hey Phil, I'm 19 years old and following my dreams, I went to college (not uni 
where I am), but I feel like a failure. Do you have any tips?" 

[??:??] $3 markymark52 "For two orders of Costco polish hot dogs and drinks for you and your girlfriend on 
break. Even if you don’t have money, I got your back Phil." 

[??:??] $5 Dooley258 

Tips total: —$21.99 

Tips total to this point: -$469.99 

-#DARKSYDEPHIL 20171206 TIME OFF DAY l.LOG 

*No streams during time off means no visible tips. The return prestream on December 11th 2017 mentioned 2 
tips, based on the known subs afterwards I will put them in the rough day I guess they happened.* 

Tips total: ~$0 

Tips total to this point: -$469.99 

-#DARKSYDEPHIL 20171207 TIME OFF DAY 2.LOG 

[??:??] $2.50 firesakura 

Tips total: ~$2.50 

Tips total to this point: -$472.49 

-#DARKSYDEPHIL 20171208 TIME OFF DAY 3.LOG 

Tips total: ~$0 

Tips total to this point: -$472.49 

-#DARKSYDEPHIL 20171209 TIME OFF DAY 4.LOG 

[??:??] $10.15 Golden Colts 

Tips total: -$10.15 

Tips total to this point: -$482.64 

-#DARKSYDEPHIL 20171210 TIME OFF DAY 5.LOG 

Tips total: ~$0 

Tips total to this point: -$482.64 

-#DARKSYDEPHIL 20171211 TIME OFF DAY 6, NO 1ST STREAM.LOG 

Tips total: ~$0 

Tips total to this point: -$482.64 

-#DARKSYDEPHIL 20171211-02 CODWWII 10TH.LOG (Used VoD) 

[20:17] $3 Bigtone995 "Hey Phil, I'm glad I'm able to catch your stream. Been busy as hell lately here's a tip for 

















the holidays, keep on doing you and don't sweat the haters #charity" 

[20:18] $2 BlazedSeafish "Hey Phil, long time viewer since the OG Fallout 3 playthrough. Happy to help any wa 
I can, big ups yourself 

[20:25] $10 Djatomikal909 "#charity, you make my day every time i watch you keep up making me feel happy" 
*This is an example of the many sub$2 tips I am likely missing, this happened during postpre.* 

[20:28] $1 Josef Fares (not visible) "Play my game A Way Out when it releases next year, it’d be fucking 
legendary" 

[23:??] $42.50 thatanonyraccoon (not visible, right after CoDWWII stream, as he said he’d give extra money if 
DSP went into overtime. 1212 prestream 22:52->23:08) 

Tips total: -$58.50 

Tips total to this point: -$541.14 

-#DARKSYDEPHIL 20171212-02 RE7 DLCS (1ST CANCELLED, SPLITTING HEADACHE).LOG 

(Used stream) 

[19:01] $2 Horace "Are u still posting the decorations vlog tonight? really excited to see what u and ur gf put up 
for decorations!" 

[19:07] $3 Anonymous "Hey phil! Grats on the new lady friend. How did you meet her? Just general, don't have 
to go into specifics. Have a great Christmas." 

Tips total: ~$5 

Tips total to this point: -$546.14 

-#DARKSYDEPHIL 20171213-01 PUBG 1ST.LOG (Used stream) 

*This was during the long prestream shoutout segment, DSP almost always forgets to turn off his computer 
speakers before starting the stream.* 

[12:??] $1 firesakura mentions turning off the computer speakers. 

[12:57] $5 The Pastryarchy "$5 toward the impending RAGE! An unfinished game gets an even more unfinished 
port!" 

[14:01] $5 The Pastryarchy "PUBG PACIFIST ENDING" 

[14:03] $2 TheBitty "Hey Phill this game is good, please look at some good players maybe for one hour on 
twitch it will help you a lot. maybe read up a little about the game, don’t diss the game just because you suck at 
it?" 

[14:10] $5 Superbatcat "Happy Holidays DSP King of PUBG" 

[14:48] $2 The_Bitty "The key things you want to find as soon as possible are the good-in-most-situations 
assault rifles (ARs), a backpack, a bulletproof vest, healing items, and a helmet - the higher level for these items, 
the better, look at pick up lvl3 is best armor" 

[15:00] $4 The Bitty "I was not trying to troll you when I asked you to watch some skilled PUBG players on 
twitch, its just that the more skilled you are the more funn the game is and the more funn it is to watch. I do 
really think it will help you out." 

[16:35] $2 Jester "I just can't understand the fascination people have with this game. Cheers Phil" 

[16:56] $100 ndol03 

Tips total: -$126 

Tips total to this point: -$672.14 

-#DARKSYDEPHIL 20171213-02 PUBG 2ND.LOG (Used stream) 

*VoD was gone by the time I checked, so did not hear any of prestream etc. for tips between streams.* 

Tips total: ~$0 

Tips total to this point: -$672.14 

-#DARKSYDEPHIL 20171214-01 PUBG 3RD.LOG (Used stream) 

*This was also during the long prestream shoutout segment.* 

[12:??] $1 Kevin notes the political tweets this morning (about net neutrality) yet DSP didn’t vote, maybe this 
will motivate you. DSP confirms he did not vote in the 2016 presidential election. 







[13:27] $3 suckonlemon "phil did you see the Battle Royale movie that these games took the idea from" 

[14:18] $20 Phil’s Drink "Sorry for fucking up your game, big boy ;) I hope we can put water under the bridge 
and you can drink more of me some other time" 

[14:22] $30 Anonymous "I'll pay your PUBG refund" 

[14:51] $19.99 Anonymous "Have you heard of Valkyria Chronicles ? There is remaster of the original on PS4 
and a sequel is coming in March 2018. I’d love to see you play it." 

[14:57] $10 Anonymous "fuck taxes" 

*This name belongs to a mod & has tipped several times, yet wants a safe environment. Arguably his ’job’ is to 
ban people messing around in the chat. Ridiculous.* 

[16:16] $2 ratchefanl2 "hey phil when you replay mgs 2 and 3 would you consider putting the chat in sub only 
mode i know there will be a lot of kojima loving trolls and people just wanting to be dicks i just want those 
streams to have a safe environment." 

Tips total: -$85.99 

Tips total to this point: -$758.13 

-#DARKSYDEPHIL 20171215-01 OKAMI 1ST.LOG (Used stream) 

[13:16] $5 bedbugs "hey phil, just remembered you and wanted to see how you’re doing. Have a great holiday 
phil you deserve it. Just wanted to let people know that the gofundme about phil is potentially fake and made by 
whatever is left of the SOK. what losers." 

[13:26] $5 daledarker "Omg! phil i feel so bad. I actually donated to that gofundme! i asked my bro if he can 
help me put money together for it!...is there anything I can do? this sucks!" 

[15:32] $2 All of your mothers 
Tips total: ~$12 

Tips total to this point: -$770.13 

-#DARKSYDEPHIL 20171215-02 FIGHTING EX LAYER BETA 1ST.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

[20:01] $2 Need For Speed Game Devs "Play NFS: Payback on hard tomorrow for your night stream, please!" 
[20:10] $10 Onlycrespo "Been a fan for a few years now. Love your playthroughs keep up the great work Phil" 
[21:11] $5 Wubegg "Allen is mad broken in this game" 

Tips total: ~$17 

Tips total to this point: -$787.13 

-#DARKSYDEPHIL 20171216-01 SW BATTLEFRONT 2 10TH.LOG (Used stream) 

[13:34] $100 The King 
[15:05] $2 Popcorn ass 
[16:16] $2 Fluffy shits 
[16:30] $2 A pimp ass bitch 
Tips total: -$106 
Tips total to this point: -$893.13 

-#DARKSYDEPHIL 20171216-02 PUBG 4TH.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

[20:12] $5 factorbactorjr "Been watching since early 2009, keep up the good work." 

[20:22] $2 Pingpongpangl "Yo yo yo" 

[20:39] $2 A bunch of shitty dicks 
[20:50] $2 Pips and pops and paps 
[20:55] $10 Some stupid idiot 
[20:56] $2 Pips and Poops and Pops 
[21:03] $2 Some guy walking a dog 
[21:19] $2 They guy who ate my luch 

[21:39] $2 Thai hookers pimp "Make sure you got my Ladies back by 7 in the morning" 







[22:01] $5 Extra mfin cheez "turkey dinner for xmas you can do it" 

[22:22] $2 gweebo "Phil, can you please clarify why you think you'll lose your house to 'the government' for 
owing less than $ 10k to Washington state? Did your tax attorney specifically tell you that you were in jeopardy 
of losing your house?" 

[22:22] $2 Some stupid idiot "Hello" 

Tips total: —$38 

Tips total to this point: -$931.13 

-#DARKSYDEPHIL 20171217-01 OKAMI 2ND.LOG (Used stream) 

[13:09] $5 Bosco V "Hi Phil just passing to say Hello. Stream Chat You guys rocks. Best wishes" 

[15:27] $5 Dooley258 
Tips total: —$ 10 

Tips total to this point: -$941.13 

-#DARKSYDEPHIL 20171218-01 FIGHTING EX LAYER BETA 2ND.LOG (Used stream) 

[11:58] $2 Anonymous "Oh Phil. Tsk. You have claimed that the Twitter account of one "Kimberlie" is a "fake 
account" or a "catfish". That is physically impossible, as the account has many years of visible internet history to 
verify that it's a legitimate person. Why lie?" 

[12:17] $2 Tyrone "I'm Tyrone, and I'm here to fuck your ex-girlfriend, long-dick? style." 

[13:45] $2 LewdDewdSittinglnTheNewd 
[15:40] $5 Dooley258 

[16:28] $2 Pips&Poops&Pops&Paps "Phil Comeback at 7:30 with your hardhat on, an a smile on your face for 
PUBG, lots of people are looking forward to that one." 

Tips total: ~$13 

Tips total to this point: -$954.13 

-#DARKSYDEPHIL 20171218-02 PUBG 5TH.LOG (Used stream) 

*VoD was gone by the time I checked, so did not hear any of prestream etc. for tips between streams.* 

[20:00] $5 Some stupid idiot 

[20:06] $5 Skitzwog "Thank you for all the amazing playthroughs and memories we have all shared together. 
Still the realest guy on the internet. Merry Christmas from Sydeny Australia. I look forward to the years to come 
because I know you’ll make it! Take care" 

[20:13] $2 All of your mothers 
[20:53] $2 Eternia_forever "Tips for Tits" 

[21:03] $2 The Grim Reaper "RIP DarksydePhil's "business" and 8 year "legacy" (using those terms loosely). 
2010 -2017" 

[21:07] $2 Eternia_forever "This tip is for taxes and tits but more for tits" 

[21:29] $50 Some stupid idiot 

[21:52] $100 Afghanistan 

[21:56] $2 Fluffy shits 

[22:03] $2 A bunch of shitty dicks 

Tips total: -$172 

Tips total to this point: -$1126.13 

-#DARKSYDEPHIL 20171219-01 FIGHTING EX LAYER BETA 3RD.LOG (Used stream) 

*This was also during the long prestream shoutout segment.* 

[12:38] $1 'Nich' "You should sell your body" 

[12:39] $3 suckonlemon "Country roads, take me home to the place I belong. West Virginia," 

[16:05] $2 tom "phil do you think we will ever see you again at any major tournaments for fighting games?" 

Tips total: ~$6 

Tips total to this point: -$1132.13 







-#DARKSYDEPHIL 20171219-02 PUBG 6TH.LOG (Used stream) 

*VoD was gone by the time I checked, so did not hear any of prestream etc. for tips between streams.* 

[20:14] $2 Need For Speed Game Devs "When will you be playing hard mode on NFS: Payback, Phil?" 

[20:24] $2 Some stupid idiot 

[20:32] $10 Pwnage_101 "I can finally watch you while I work. Having a new phone kicks ass." 

[20:32] $2 Need For Speed Game Devs "We hope our game will be in your top 10 best games." 

[20:44] $2 Mort "You were saying what now Phil, something bout me bein gone lol" 

[20:47] $2 Mort "Somebody once told me, the world was gonna roll me, I ain’t the sharpest tool in the shed." 

[21:15] $2 Paps pips and popsop 

[21:29] $10 Some stupid idiot 

[21:33] $10 Some stupid idiot retard 

[21:43] $2 Jennifer Love Hewitt 

[21:46] $2 Sarah Michelle Gellar 

[21:59] $2 Pingpongpangl "Eminems new album is trash" 

[22:47] $2 Joe Budden 
[22:52] $2 Lil Yachty 
[22:54] $2 Tom Bondaville 
[22:57] $2 Mariah Carey 
Tips total: —$56 

Tips total to this point: -$1188.13 

-#DARKSYDEPHIL 20171220-01 LISBTS EP2&3.LOG (Used stream) 

[13:45] $2 markymark52 "Got my work bonus a few days ago. Thought I’d share a couple of bucks" 

[14:19] $5 LastRambo341 "Loving this playthrough, this is hilarious. Come on , you are enjoying it haha" 

*No visible tips at all during Ep3* 

Tips total: ~$7 

Tips total to this point: -$1195.13 

-#DARKSYDEPHIL 20171221-01 ASK THE KING 68.LOG (Used stream) 

*No notifications visible during prestream AtK fanart, so any tips during breaks etc. likely missed* 

*This was also during the prestream shoutout segment.* 

[13:??] $1 'Nich' "Honest question: why don’t tips count towards Patreon considering both methods get you 
money right away?" 

[14:23] $25 Henk Douma "Maybe Santa Claus will leave you a nice tip on the Monday? Here's a small tip from 
me to support you with your taxing-troubles. Wishing you, your loved ones, all viewers and fans Merry 
Christmas and a Happy New Year!" 

[14:53] $5 Pwnage lOl "If Amazon does compete with YouTube, then it would be a fresh new start for you if 
you leave YouTube. I want to see that happen." 

[14:??] $1 'Nich' "Twitch & Amazon are smart enough that when they detect music in a video they only mute the 
portion that the music is in" *33mins into AtK68ptl* 

[14:??] $1 'Flix' "Could you please make tutorial videos for Super Street Fighter II Turbo when the port is out & 
help newcomers like me?" *49:52 into AtK68ptl* 

[15:49] $2 El Rariachi "Are you going to the Killroy conference next year? I understand they now have some 
openings for their panel slots." 

[15:51] $5 Dooley258 

[16:32] $5 qu4ck "Happy Christmas and good luck with your tax situation. Without calling the game a piece of 
shit can you let me know if there's any chance of an SFV arcade edition stream once it's out? Thanks." 

[16:35] $2 neger psykolog "Love your work, that KiwiFarms forum of idiots have no clue what they're talking 
about. You're the most legitimate gamer on YouTube and Twitch. Fuck all the haters my nigga. I got your back, 
homie." 

[16:42] $5 Pwnage_101 
[16:48] $2 Some stupid idiot 






[16:52] $2 ThatAnonyRaccoon "New Japan Pro Wrestling is not indie wrestling you fat gout ridden retard. Also, 
pay your "girlfriend" Kimberlie that $3,000 you owe her, or else your nuts are gonna get cut off. Jesus fuck Phil, 
really? An escort? You lonely cunt?." 

[16:54] $2 Anonymous "You should take different questions instead of talking about the history of youtube and 
wrestling. It would make ask the king more interesting." 

[16:56] $2 Anonymous "I tipped you the other day and this kid PMed me on twitch telling me I shouldn’t donate 
to you. Let this be a warning to him, if I catch you in da street, I'm gonna piss in your mouth, not even joking," 
[16:??] $2 ’GWumbo’ "Phil, if you made the Patreon stretch goal for December, shouldn’t it be the Patron's 
Choice as to which Metal Gear redemption run you do first? I think it would be best to give the patrons the 
power to choose what run to do first with a poll." *This did NOT show up, presumably in break before part 3 
where AtK fanart covers up notifications. 06:11 into AtK68pt3* 

Tips total: ~$62 

Tips total to this point: -$1257.13 

-#DARKSYDEPHIL 20171221-02 PUBG+FORTNITE BR 2ND.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

[21:12] $100 acebest "this looks like a game for 6 year olds but it has a lot of fans so what do i know" 

[21:13] $2 Popcorn ass 

[21:18] $2 Eternia_Forever "What i have been trying to tell you is u forgot to delete the 1000 bit top cheer from 
last stream dude.?" 

[21:??] $1 ’Nox’ mentions Catherine being remade Unrecorded segment, checking PUBG is up -21:39* 

[22:18] $200 Some stupid idiot 
[22:24] $50 Afghanistan 
Tips total: -$355 

Tips total to this point: -$1612.13 

-#DARKSYDEPHIL 20171222-01 CHRISTMAS 2017 MARATHON.LOG (Used stream) 

[12:24] $2 Dlmech "Thank you for 10 years of laughs, gaming and entertainment! Been following since the very 
beginning! Happy holidays Phil :D #charity" 

[12:57] $10 DankWhistler "Original fallout 3 playthrough throwback #DrunkSydePhil haha" 

[12:59] $10 Henk Douma "Have fun tonight Phil!" 

[13:00] $2 Fred Fuchs "Phil, I admit defeat. You are the better man. The SoK was crushed by your manly video 
gaming hands. Enjoy that liquor bud, you've earned it. That's a bitching hat you've got there too." 

[13:01] $300 JustAFan "Merry Christmas Phil !!!" 

[13:07] $25 MRspikethedragon "happy Christmas form Australia phil" 

[13:11] $2 Skooma Dealer "you're a faggot, philbert" 

[13:29] $2 Rudolph "? Jingle bells, Phil's gout smells, Leanna left him for Tyrone. It's ok guys, no need to cry, 
Phil’s used to being alone ? Merry Christmas!" *?s are beamed eighth notes indicating singing* 

[13:55] $5 InsomniaticMeat "Merry Christmas Phil. Lots of Love! Drinking some IPA's and a nice Bourbon for 
your stream today so Cheers!" 

[14:02] $8.65 coralguy "Merry Christmas Phil, what is your best memory as a kid waking up Christmas 
morning? Mine was a game cube with Godzilla Melee one year. Also to all listening please do not stand directly 
underneath icicles to admire them, just as nice off to the side" 

[14:17] $25 Jule Nissen "God jul DSP Lykke til I dag. Her er en liten snill gutt bonus :)" *Rough translation 
cleaned up from Google, it was Norwegian: Merry Christmas DSP Good luck for today. Here's a little kind boy 
bonus* 

[14:58] $5 factorbactorjr "got paid today so i decided to give a bit more." 

[15:08] $5 Pingpongpangl 

[15:22] $3 Rsx_3.14 "hey phil!I just donated to the gofundme! but i wanted to send a quick donation here to tell 
you thanks for all the years! and i hope everything turns out alright!" 

[15:42] $25 FlyingMinister "Merry Christmas, Phil. Keep spreading the hate." 

[16:43] $5 quack "omg that Christmas hat is amazing" 





[17:31] $5 quack "CHUG CHUG CHUG!!" 

[17:33] $5 flavonoskovitch "Love your streams Phil, NFS Payback was a blast. Merry Christmas!" 

[19:40] $3 Kingwhiterabbit "Phil have you ever been stranded in a Blizzard?" 

[19:52] $2 All of the bitches 

[20:06] $1 Markoo 'Thank you for another dollar tip’ *shoutout later in same PUBG match where DSP claims 
hitting 303 subs* 

[20:08] $1 Modaku 'Tha nk you for the dollar tip' *shoutout in same PUBG match again* 

[20:28] $5 quack "Watch that south park episode with the Harley Riders; 'The F Word’. Everyone knows that 
word has nothing to do with actual sexual orientation these days." 

Tips total: -$456.65 

Tips total to this point: -$2068.78 

-#DARKSYDEPHIL 20171223-01 MONSTER HUNTER WORLD BETA+FORTNITE BR.LOG (Used 

stream) 

*Amusingly the first tip is during prestream and the second is during Fortnite BR, NO VISIBLE TIPS during 
Monster Hunter World.* 

[12:10] $3 suckonlemon "phil do you think if you didn’t left twitch you will be one of the biggest streamer now" 
[16:29] $10 Andreas Lund "Go strong Darksydephil." 

Tips total: ~$13 

Tips total to this point: -$2081.78 

-#DARKSYDEPHIL 20171223-02 PUBG 7TH.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

[20:01] $2 Back Taxes Are A Lie "Phil owes an escort several thousand dollars. Every dollar you give to Phil 
goes towards Phil getting laid." 

[20:09] $2 Pingpongpangl "Cream cheese in the house yo yo yo" 

[20:15] $2 My mother 

[20:19] $2 Fallenl570 "sorry to hear about your four inch penis by the way. my condolences." 

[20:27] $2 Pip pop pap pep pup ass 

[20:33] $5 A7X NIGHTMARE "Merry Christmas, Phil!" 

[20:35] $2 Pop pap pip pep pup pepsi 

[20:39] $2 Pingpongpangl "KFC tonight or nah?" 

[20:49] $2 Toby the fluffy dog "Woof woof woof feed me now pepsi man" 

[20:56] $2 HoboHippiesFromMars 

[20:57] $2 Phil's Live Twitch Pet "Thank you all for clicking on me it feels good to be loved." 

[21:01] $2 Phil's Live Twitch Pet "harder everyone HARDER!" 

[21:14] $2 Pingpongpangl "T-pain is the greatest singer/rapper of all time." 

[21:16] $2 Phil's Live Twitch Pet "Did you guys know that Phil's last name Burnell means Strong as a bear. I 
know first hand....GRRRR ;)" 

[21:23] $2 CastleGraySkull "Phil did you used to watch Silk Stalkings back in the day, if so did you like it ?" 
[21:33] $2 Ling ling "Why did my car blow up instantly? Come on man the car just fucking explodes." 

[21:40] $2 Phil's Live Twitch Pet "what kind of endorsements would you have as an E Athlete?" 

[21:45] $2 Pingpongpangl "Don’t forget that ping wang cheese is in stores now." 

[22:05] $2 Phil's Live Twitch Pet "Thank you everyone for using the #charity it really helps...the more charity 
you spread the more I can spread for Phil. ;)" 

[22:20] $2 Munno "What up? Been a fan since 1920" 

Tips total: ~$43 

Tips total to this point: -$2124.78 

-#DARKSYDEPHIL 20171224-01 WWE FANTASY SIMS 2017.LOG (Used stream) 

[11:50] $7 Superbatcat "Merry Everything Everybody Hoping 2018 is better than 2017" 

[13:24] $2 Popsicolo "Torbjorn thinks Crash Bandicoot is a Junkrat skin and is trying to keep him from 






destroying his turrets." 

[13:34] $2 Toby the fluffy dog "Woof woof woof you forgot to feed me yesterday. Wow dude" 

[15:06] $100 FlyBeast "MERRY Christmas DSP" 

[15:08] $2 Krystal "Thanks for all the ???? ???? ? ????? ????? ???? ?? DSP streams! :D Merry Christmas Phil!" 
Nlurovision* 

[15:27] $2 Pip pop pap pep pup ass "Pop pap op bop sop clocks !!!" 

[15:38] $2 Wang wang wing pang po 

Tips total: ~$117 

Tips total to this point: -$2241.78 

-#DARKSYDEPHIL 20171225-01 DSP’S CHRISTMAS 2017.LOG (Used stream) 

[??:??] $2 Lunatic Fringe "Merry Christmas DSP, have an awesome one" *shoutout for an overnight tip during 
informal prestream* 

[12:46] $10 Henk Douma "Did you receive anything as a Christmas present from Santa this year? Also very 
happy with the return of'Poorly Cooking with the King"!" 

[13:??] $1 Mies "Bonjour from France" Notifications broken in ptl & part of pt2, shoutout in ptl 10:07* 

[13:??] $1000 Santa Claus "Here's Santa's present for you to help with your tax predicament. Rooting for another 
10 years of great entertainment, wishing you & all your fans & viewers a merry Christmas and the best for the 
new year." Notifications broken in ptl & part of pt2, shoutout in ptl 10:18* 

[13:??] $25 Vidar "Keep doing your thing Phil, you stream games on the Internet. What people hold against you 
is usually about your personal life & more often it's just fabricated news & stuff that's not true. If you're not a 
troll that doesn’t want to believe shit..." *DSP goes into a rant & stops readinbg it* Notifications broken in ptl & 
part of pt2, shoutout in ptl 34:18* 

[14:??] $10 Boomhouer8606 "Merry Christmas Phil. Sorry I keep forgetting to resub, I don't get on Twitch 
much" Notifications broken in ptl & part of pt2, shoutout in pt2 03:09* 

[14:??] $2 YuichiMcCree "Majority of the ones who criticize you on the Internet are just crappy commentary 
people who couldn’t do anything creative if they tried. The commentating community is the bane of YouTube." 
Notifications broken in ptl & part of pt2, shoutout in pt2 17:41* 

[14:??] $1 Nich "Is there a story behind cryptic tweets with 1 or 2 letters and a picture?" Notifications broken in 
ptl & part of pt2, shoutout in pt2 18:17* 

*DSP finally notices chat telling him notifications are not showing up at all at 18:40 in pt2, faffing to fix it is 
naturally recorded.* 

[14:??] $1 Tevin "Did you mention Laveria?" Notifications now working but sub$2 tips naturally won’t show 
up. Shoutout in pt2 24:01* 

[14:29] $5 Dean "Phil, I think after almost 10 years of doing this thing, the fact that nothing these trolls/haters 
have done to ruin your business have worked, really says a lot about your determination. You're an inspiration to 
all us fans. Merry Christmas." 

[14:34] $100 Alkaid "Merry Christmas my dude you,ve been through a lot over the years iv watched you since 
web of shadows lol haven’t been able to keep up with the stream since im older now adulting sucks keep up the 
good work phil" 

[14:??] $1 Acane "Long time watcher & lurker since you played SFIV Madness series, hope you have a good 
Christmas" 

[15:??] $1 Nich "I really can't stick around & I have way too much to talk about for the character limit here for 
any kind of tip or whatever so what I'd like to do is discuss my family traditions in the Christmas 2017 thread on 
the forums." *shoutout inpt3 34:41* 

[15:??] $1 David Davidson "BRB I'm making DSP drama videos in my basement all alone on Christmas Day 
like all the other detractors" *shoutout in pt3 45:51* 

Tips total: —$1160 

Tips total to this point: -$3401.78 

-#DARKSYDEPHIL 20171225-02 PUBG 8TH.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 







[20:07] $5 Kingwhiterabbit "Merry Christmas Phil! PUBG is a lot more stable for me, lingers crossed you have 
the same luck. I played 4 hours today with no crashes." 

[20:08] $2 Toby the fluffy dog "You fogot to feed me once again last night woof woof woof' 

[20:21] $2 Pingpongpangl "Yo yo what up Phil" 

[20:39] $2 All of the bitches 

[20:43] $2 Anonymous "Worst thing is when you get in the shower and then and 2 mins later you gotta shit, btw 
merry X-mas" 

[20:50] $2 Charmin toilet paper "Do you wipe sitting down or standing up? Ive heard some people wipe their ass 
standing up, thoughts? #HardHittingQuestions" 

[20:57] $3 suckonlemon "do you watch any twitch streamer ?" 

[20:59] $2 Charmin toilet paper "Do you wipe away or towards your bals....asking for a friend." 

[21:05] $3 ratchefanl2 "I was watching the irl stream earlier today couldn’t make it myself but when i saw the 
1000 dollar tip i was like holy fuck rich viewer much. It seems to me like the people who come to the streams are 
some of the most kindest people around." 

[21:06] $2 HoboHippiesFromMars "The dinner was so very heavy, Heavy was the dinner, the mac and cheese 
had lots 

[21:06] $2 Toucan Sam "Best and shittiest Cereals growing up?" 

[22:00] $10 The PUBG Developers "im in ur Xbox crashing ur game." 

[22:38] $10 Bigtone995 "Merry Christmas Phil! I hope everything works out with the taxes and sorry I didn’t get 
to see your earlier stream." 

Tips total: ~$47 

Tips total to this point: -$3448.78 

-#DARKSYDEPHIL 20171226-01 LA NOIRE 1ST.LOG (Used stream) 

[12:06] $5 19/m/cali "love ya, Phil" 

[12:24] $2 Need For Speed Game Devs "Special New Years Day Need For Speed Session?" 

[13:00] $5 Crushbrain "Best Wishes and Salutations this Christmas. I loved your Dark Souls playthroughs - 
which was your preferred souls game for story and gameplay? Keep up the good work for 2018" 

[14:47] $5 tancredl7 

[15:29] $2 darkviking 159 "hey phil, i kn ow its not much but better something then nothing :P. i hate to see you 
in this tax problem, but im sure you will make it through." 

[15:30] $3 HungryMaggot "Time For whisky !!" 

[15:32] $3 darkviking 159 "you got T-boned just like motorstorm xD" 

[16:36] $2 Mort 
Tips total: ~$27 

Tips total to this point: -$3475.78 

-#DARKSYDEPHIL 20171227-01 LA NOIRE 2ND.LOG (Used stream) 

[12:00] $20 TevinTheStalker "This is for the 5+ hours of hard work you did for the Most Disappointing Games. 
A question, why not make the entire countdown in one video? I think it will make more sense." 

[12:20] $2 44KPanda "Optional troll message." 

[12:50] $2 iSkyhook "Here's to being a 10 year fan. Keep on being you Phil." 

[13:11] $5 tancredl7 
[15:57] $5 Dooley258 

[16:02] $2 Eternia_Forever "Top of the evening to you Mr. Burnell" 

Tips total: ~$36 

Tips total to this point: -$3511.78 

-#DARKSYDEPHIL 20171227-02 PUBG 9TH.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

[20:12] $1 GokuDeepthroatsPhilBurnell "Are you ever gonna play Knights of the Old Republic again?" *30:27 
into my prestream video, time based on VoD chat replay* 






[21:21] $3 suckonlemon "phil since god of war 4 will release early next year do you consider playing gow 2" 
[22:33] $10 Artie Diseased Liver "Why is Princess Bride considered a classic? I watched it and it bored me to 
tears." 

Tips total: —$ 14 

Tips total to this point: -$3525.78 

-#DARKSYDEPHIL 20171228-01 LA NOIRE 3RD.LOG (Used stream) 

[12:14] $2 Anonymous "Your best playthrough is Resident Evil Remastered." 

Tips total: ~$2 

Tips total to this point: -$3527.78 

-#DARKSYDEPHIL 20171229-01 LA NOIRE 4TH.LOG (Used stream) 

[12:10] $2 Phil Owes An Escort $2000 "Phil, Kimberlie said she baked you brownies/cookies long before Jelsea 
leaked that Twitter convo. Jelsea now knows you're lying about your "girlfriend". It’s only a matter of time 
before the rest of your cult wakes up and smells the reality." 

[12:15] $2 PHIL HAS BRAINWASHED YOU "DON’T LISTEN TO PHIL'S LIES. EVERYONE PAYS 
TAXES. ONLY PHIL PAYS $2,000 FOR AN ESCORT AND TRIES TO GET YOU TO PAY FOR IT FOR 
HIM. DON’T BELIEVE HIM. JESUS. WHISPER "THATRANDOGUYEH" FOR A LINK TO JELSEA’S 
POST" 

[12:20] $2 WHY THE FUCK U LYIN "KIMBERLIE’S TWITTER HAS BEEN VALIDATED AND THE 
ACCOUNT HAS YEARS OF INTERNET HISTORY, IMPOSSIBLE TO BE FAKE. WHY THE FUCK YOU 
LYIN PHIL?" 

[12:23] $2 Phil's Live Twitch Pet "OK guys i'll just say it...i'm Phil's new girlfriend...love you honey, click me 
later;)" 

[12:26] $2 Phil Is Lying "Phil is stuttering because he's trying to make a story up" 

[12:28] $2 Pay the Hooker "If you didn’t hire an escort, stop fucking talking. There's literally no reason for it. If 
you didn’t hire an escort, and you feel the need to denounce it, FUCKING PROVE it. Show some counter proof 
for the shit or shut the fuck up." 

[12:36] $2 Pay the Hooker "Remember when you were just scratching your leg and dozens of people got banned 
for calling you out? Stop being a fucking @@$!%!. (faggot?) Show some fucking proof you fucking liar. If it 
wasn't real you wouldn’t be ranting about it. You're full of shit." 

[12:40] $2 Pay the Hooker "He's clearly a fucking fool because he's going on a 30 minute rant about the shit. Just 
pay the fucking hooker sperglord." 

[12:48] $2 Kimberlie "There is no evidence that you owe taxes either. If people signed you up for business 
newsletters, care to show them to the chat?" 

[12:51] $2 And a baba booey to you "The problem is you have a really bad habit of giving people info, no one 
needs to know you have a gf! It doesn't affect your business if we know or not." 

[13:25] $5 nikku "laughing during LA Noire / pubg while I have a cold was worth it, thanks phil" 

[13:54] $3 Shaokonartist "If you can't go in the front there's always a book door." 

[14:51] $5 Just Call Me Daddy Please "Hey Phil, I'm 19 years old and suffering from Depression. My brain 
keeps telling me my life is bad when in actuality it isn’t. Do you have any advice on surviving day to day? 
Thanks." 

[15:11] $6 Just Call Me Daddy Please "Thanks Phil for the support and stream chat. I hope life treats you well 
into 2018. Heres some support." 

Tips total: ~$39 

Tips total to this point: -$3566.78 

-#DARKSYDEPHIL 20171229-02 PUBG 10TH.LOG (Used stream) 

*VoD was gone by the time I checked, so did not hear any of prestream etc. for tips between streams.* 

[20:10] $5 Lunatic Fringe "Dsp dsp dsp.hi" 

[21:00] $2 Pingpongpangl "Yo yo what up Phil" 

[21:11] $ 10 My Son "Hey, Dad, why don’t you ever call?" 







[21:16] $2 Toby the fluffy dog "You forgot to feed me once again last night" 

[21:30] $10 cjuphoria "Hey Phil, been watching since 2008.1 had just beaten Resistance 2 and was looking for a 
playthrough of it and came upon yours and been watching ever since. Resistance 2 had to have been one of your 
earliest playthroughs. Continue the good work." 

[21:35] $5 MythralsBestGirl "Would you be interested in playing Bayonetta 1 again on switch since its coming 
out in February along with Bayonetta 2 as well." 

[21:58] $2 Dice gottfried "Hey Phil did you ever get paid when Discovery channel used a clip of yours on one of 
their tv shows." 

[22:10] $2 Pip pop pap pep pup ass "Hello Phil" 

Tips total: —$38 

Tips total to this point: -$3604.78 

-#DARKSYDEPHIL 20171230-01 PUBG 11TH FUNDRAISER.LOG (Used stream) 

*There were at least 3 $1 tips during prestream, I will not even attempt to count these non-visual tips for these 
fundraiser streams filled with other tips etc.* 

*DSP claims there were $8 in tips including guitarplayer's $5 tip -50 minutes into prestream. Then Martin's $3 
tip hits.* 

[12:41] $5 guitarplayerl939 "Keep up the good work,don’t let the trolls keep you down." 

[12:58] $3 Martin "Hey, Phil, have a happy new year. Would you ever do a fan meet up?" 

[12:58] $20 monique 

[13:06] $5 Brocklesnar97 "Hey Phil, here's $5 more towards your goal, keep up the awesome work :D" 

[13:09] $20 Anonymous 

[13:11] $100 planetjeff "Checking if this effing thing works..." 

[13:11] $20 Stinkinburrows "Tell me I have a big cock." 

[13:12] $21 Anonymous "keep up the good work kid" 

[13:14] $2 Duke "Please get another hamster and post pics" 

[13:15] $200 planetjeff "I have avenues of PC mega-discounts. Ifin' ya want, I can provide. Happy New Years, 
dude." 

[13:17] $400 planetjeff "Just for shits and giggles." 

[13:26] $2 On behalf of Madisonbbb "ban that cunt" 

[13:27] $2 Kekon "Won another Tekken Weekly last night so naturally I'm here to celebrate again!" 

[13:28] $20 FJResto "Keep up the positivity, Phil! Fan since your Xbox 360 Friends Request Ridicule videos. 
#SavePhilsHouse" 

[13:33] $10 Brocklesnar97 "Hey Phil, been a fan ever since I watched your Saw The Game playthrough, keep up 
the amazing content and here's to a Happy 2018 :D" 

[13:39] $21 Dirigible 

[13:42] $2 Anonymous "Talking about swatting - think of the people in uniforms who serve to protect, who will 
now have to live with this horrible incident on their consciousness." 

[13:48] $2 Dlmech "A small tip to show my support.. Tha nk you for the entertaining content Phil!" 

[14:11] $3 E_Machinel4 

[14:22] $4.22 Rockstart0182 "Heres an additional sum on top of my subscription and patreon pledge , brought to 
you by your friends of the Bellumanati" 

[14:27] $2 Anonymous "Phil you should sue the trolls, because they are now showing DMs of you on the fake 
escort's twitter" 

[14:39] $25 Anonymous 

[14:43] $5 fandyandy "Hey Phil been watching you since my freshman year of high school and now im a year 
into my first job out of college. Thank you so much for basically being a third of my life! I really hope 
everything works out with your taxes. Fuck that bum of a CPA." 

[14:47] $5 victronomatic "will you stream with your shirt off if you keep the house? also will you unblock me 
from twitch chat?" 

[14:58] $2 John Rambo and OJ "Lets be friends again and come back to the east coast" 

[15:11] $2 YouTube "We like to hire you for quality control for youtube because of your feedback. Please 




private message us for more information. Looking forward to work with you." 

[15:12] $5 suckonlemon "hey phil i heard you mention the creatures before who do you know from the creatures" 
[15:21] $2 Donger "Do you thi nk Donald Trump is doing a good job as a president?" 

[15:21] $2.01 Cum Sheriff "phil do you have any experience with propecia. asking for a friend" 

[15:32] $20 Pingpongpangl 

[15:36] $2 Martin "In your opinion, what is the most essential DSP playthrough kino, Metal Gear Solid games or 
Dark Souls games?" 

[16:26] $5 Steve Of House "Thanks for doing this populated area run! Try the school next time, if you want." 
[16:35] $2 Hooker Money "Stop trying to speculate? You're doing a whole stream begging for money for this 
exact purpose. How about you give us information instead of your baseless speculation." 

Tips total: -$941.23 

*DSP's "Tips Goal Total" ended this stream at $957.23/$2000, implying $16 in sub$2 tips.* 

Tips total to this point: -$4546.01 

-#DARKSYDEPHIL 20171230-02 PUBG 12TH FUNDRAISER.LOG (Used stream) 

*Listened to VoD prestream, no tips between streams.* 

*There was at least 1 $1 tip during prestream, I will not even attempt to count these non-visual tips for these 
fundraiser streams filled with other tips etc.* 

[20:19] $2 PUBG Game Devs "Any advice for us on how to make our game better? We are looking for more 
ways to take your money." 

[20:35] $100 Afghanistan 

[20:58] $5 Question guy "Is DSP a persona you put on?" 

[21:00] $2 KFC "How do you use rations" 

[21:34] $5 A7X NIGHTMARE "It's not much, but good luck with your situation, Phil! I hope you reach your 
goal!" 

[21:36] $5 Bigtone995 "hey Phil would you be interested in doing a duos match or squads with patreons? And I 
know j personally don’t have a mic for Xbox one, is there a way via pc to chat? (I have a pc mic)" 

[21:39] $1000 Ass munching ball suckers "Fuck? shit? cocks ass. Oooooooh shit?. Hey phil" 

[21:48] $2 Panda "Nice Shot with the Kar98" 

[21:48] $2 Bigtone995 "2 dollars for 2 nice of a shot" 

[22:03] $5 acebest "death race" 

[22:21] $15 Steve OfHouse "Now that tips are going to the patreon, I'm super hype for MGS2 and3!! Let's do 
this!" 

[22:23] $10 Bigtone995 "patreon goal hype! let's do this!" 

[22:24] $5 factorbactorjr 

[22:26] $10 Suckers Ball Munching Ass "Let's hit this MGS goal ASAP" 

[22:30] $20 The Pastryarchy "MGS3 is one of my favorite games of all time. FULL GOAL, LET’S DO THIS 
SHIT!!" 

[22:34] $10 nikku "don't worry phil all your tears of joy will be drowned out with some glitches and nightmares 
of cars" 

[22:44] $3 suckonlemon "i cried once while watching the revenant did phil ever cry watching a movie" 

[22:46] $5 Anonymous "Last night I found my girlfriend in bed with her ex. It's been hitting pretty hard today 
but seeing all this positivity happening for you is uplifting. Thanks for all you do Phil." 

[22:48] $20 Anonymous 
[22:53] $450 A huge ass 

[22:58] $5 The Pastryarchy "I tip because A: The energy in the room and B: I've already gotten my one time only 
$50 Patreon Q&A video some time ago." 

[23:17] $2 A long time fan "Congrats on the great night sir hope it all works out. cheers!" 

[23:18] $2 jannedaarcl35 "Congratulations, Phil!" 

*DSP's "Tips Goal Total" ended this stream at $2649.23, surpassing his excessive $2000 tips total so he put the 
remaining $649.23 towards the Patreon stretch goal, which is now deemed 'hit'.* 

Tips total: -$1685 




*DSP's "Tips Goal Total" ended this stream at $2649.23, my count for both streams is $2626.23, add $16 
difference in 1st stream means another $7 in sub$2 tips.* 

Tips total to this point: -$6231.01 

-#DARKSYDEPHIL 20171231-01 LA NOIRE 5TH FINALE.LOG (Used stream) 

[12:12] $20 Mr.BibleExpert420 "Happy everything went great for you yesterday Phil. Here’s hoping 2018 is an 
awesome year for you." 

[12:32] $5 Pingpongpangl 

[12:35] $1 GokuDeepthroatsLordChomper? "In honor of LA Noire concluding, who is your favorite pornstar?" 
*Time based on this prestream shoutout -56 mins in, between 2 cheers also at 12:35* 

[12:41] $1 BeTheLewd "Phil I gotta go, I hope you have a good stream today & happy new year" *Time 
guesstimated based on this prestream shoutout ~60mins in between a 12:40 & 12:42 cheer.* 

[13:03] $2 Cole Phelps "Reach for the skies dirtbag!" 

[14:45] $2 Fluffy shits 

[16:23] $3 Arcticsurface "Check his bedroom Phil!" 

[16:46] $70 Don Magnifico "Wish you all the best in the New Year! Been with you since -08. Please accept this 
humble token of gratitude. /Your friend from Sweden." 

Tips total: -$104 

Tips total to the end of December 2017: -$6335.01 




